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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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Needles  of  26  gauge  with  3/8  inch  exposure  should 
be  used.  A shorter  or  larger  one  may  result  in  leakage 
of  tuberculin  from  tissues  around  the  needle  or  from  the 
point  of  injection  after  withdrawal. 
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